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ABSTRACT 


An experimental investigation of non-reacting cross flow jet injection and mixing in cylindrical 
and rectangular ducts has been conducted with application to a low emissions combustor. Quantitative 
measurement of injectant concentration distributions perpendicular to the duct axis were obtained by 
planar digital imaging of the Mie-scattered light from an aerosol seed mixed with the injectant. The 
flowfield unmixedness was evaluated using (1) a mixing parameter derived from the ratio of the jet 
concentration fluctuations to the fully mixed concentration, and (2) probability density functions of the 
concentration distributions. Mixing rate was measured for 45° slanted slot and round orifice injectors. 

The cylindrical duct experiments show: 

1. Mixing is primarily a function of momentum-flux ratio (J) and injector spacing. 

2 Holdeman 2 3 to 2 8 has shown for round holes in a rectangular duct that jet penetration 
and mixing is similar when orifice spacing and the square root of J are inversely 
proportional. This relationship also applied to a 45° slanted slot in a cylindrical duct 
for a configuration where the adjacent slots did not overlap. 

3. When equal area 45° slanted slot and round hole injectors were compared in a 
configuration which had six equally spaced orifices, better mixing performance was 
observed for the slanted slots injectors at values J > 20. Round holes perfomed better 
that the slanted slots at lower values of J for the six injector configuration. 

4. Unmixedness of slanted slots is more sensitive to downstream distance that for round 

holes, which is in agreement with video tapes that show different jet/jet and jet / 
mainstream interactions for the two types of injectors. 

The rectangular duct experiments show: 

1. J and orifice geometry significantly affect mixing performance. 

2. The inverse proportionality of the square root of J and orifice spacing-to-duct height 

at the optimum mixing rate applies to slanted slot configurations, although blockage 
(the web between adjacent orifices) is also an important parameter. 

3. For 45° slanted slots, mixing rate is a function of how the orifices are oriented on 
opposite walls of the duct. 

4. Unmixedness values based on time- averaged and time-resolved measurements 
were found to be nearly equivalent. 

5. Probability density functions of the concentration distributions indicate that most 
of the mixing occurs close to the point of injection. 
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1. INTRODUCTION 


The exhaust gases of gas turbine combustors are a major environmental concern since they contain 
oxides of nitrogen which may play a significant role in the depletion of ozone 1 ’ 1 . New engine technology is 
striving to reduce NO x emission indices at representative cruise conditions. One promising low NO x concept 
is a Rich-Bum / Quick-Mix / Lean-Bum (RQL) combustor 1 ’ 2 . In this concept, the primary zone is designed 
to operate fuel rich. The combustion products then enter the quick-mix region to burnout remaining carbon 
monoxide and lower the gas temperature. Stoichiometric burning is avoided by operating lean. The key to 
the concept is rapid and uniform mixing. 

This report summarizes the work done under Task Order 2, NASA Contract NAS3-25952. Task 2 
was an entitled: "Enhanced Mixing Studies" and was concerned with screening and evaluation of mixing 
concepts in non-reacting flow for application in the quick-mix zone of an RQL combustor. Quantitative 
measurement of injectant concentration distributions were obtained by planar digital imaging of the Mie- 
scattered light from an aerosol seed uniformly mixed with the injectant A mixing parameter, defined as the 
ratio of the concentration fluctuation tomean concentration in a plane perpendicular to the main flow direction, 
was used to evaluate mixer performance. 

The application and objectives are most closely related to the cross flow mixing investigations 
reported by Holdeman et al. 1 ’ 3 ' 01 ’ 8 . Thosestudies identified theeffects of momentum flux ratio, injector shape, 
spacing, and location and duct shape on mixing in a rectangular sector geometry with application to gas turbine 
combustor exit temperature control where 10 to 50% of the total flow enters through the dilution jets. The 
objective of Task Order 2 was to evaluate mixing techniques in configurations where the mass flow introduced 
in the quick mixer was up to 70% of the total airflow. Section 2 of the report summarizes the experimental 
results obtained in a cylindrical duct. Section 3 summarizes the experimental results obtained in a rectangular 
duct. 
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2. CROSS-STREAM MIXING in a CYLINDRICAL DUCT 


2.1 Summary 

An experimental investigation of mixing in a cylindrical chamber has been studied for transverse 
injection from slanted slot and round orifice injectors. Momentum-flux ratio, density ratio, and injector 
geometry were the primary variables. Slanted slots of various size, aspect ratio, and number were 
studied. Quantitative measurement of injectant concentration distributions were obtained by planar 
digital imaging of the Mie-scattered light from an aerosol seed uniformly mixed with the injectant. The 
unmixedness, defined as the ratio of the r.m.s. concentration fluctuation to mean concentration in a plane 
perpendicular to the main flow direction, was found to be primarily a function of momentum-flux ratio 
and injector spacing. An optimum spacing is indicated. The data indicate that a density ratio greater than 
unity retards mixing. It was found that lower values of unmixedness can be obtained with slanted slot 
injectors than with round hole injectors. However, optimum mixing for slanted slot and round hole 
injectors does not occur at the same momentum-flux ratio; lower values favor holes, while higher values 
favor slanted slots. Video tapes of the mixing at very low stream velocity indicate different jet/jet and 
jet/mainstream interactions for the two types of injectors. 


2.2 Nomenclature 


Aj orifice area 

C () orifice discharge coefficient 

C fully mixed mass fraction = (Wj/w m )/(l+Wj/w m ) = 0 EB Ref. 2-3 

F segregation parameter = V (1-C)/C ; eq. 2-4 
J jet-to-mainstream momentum-flux ratio = (pj Vj 2 > / (p ni V m 2 ) 

W j/w m jet-to-mainstream mass flow ratio 
R mixing section radius = 1 .25 inches 
S spacing between orifice mid-points, on-center spacing 
V m mainstream velocity 

Vj jet velocity = nij/ (pj AjC d ) 

x/R normalized downstream location (x = 0 at the leading-edge of the orifice) 
X relative unmixedness = (C nns /C avg )/F 
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2.3 Experimental 


2» il — Apparatus 


Previous experimental work by Novick 2 * 9 and numerical study by Smith 2 ,1 has indicated that 
desirable mixing section configurations contract between the rich and lean zones in order to minimize 
NO . Therefore, two different geometries were tested: (1) a wasp-waist configuration, in accordance 
with previous experience, and (2) a constant area configuration, in order to eliminate duct geometry as 
a variable. In the wasp- waist configuration, shown in Fig. 2-1, the mainstream contracts through a 30° 
angle upstream of the mixer, and expands at 21° to a 3 inch duct downstream of the mixer. The straight 
configuration maintains a 2.5 inch diameter before and after the mixer. 


Figure 2- 1 is a schematic of the apparatus with the baseline (wasp-waist) mixing section installed 
The apparatus consists of three sections: (1) an inlet pipe, (2) a mixing section, and (3) a measuring 
section with diameters in the ratio of 6:5:7, respectively, as shown in Fig. 2-1. The mainstream flow is 
conditioned by a series of perforated plates and screens followed by a 7: 1 contraction ratio nozzle. The 
ow velocity is uniform within ±2% at the nozzle exit and was held constant at 10 ft/sec in all cases 
Turbulence intensity was not measured. The nozzle is attached to an inlet pipe 6 inches in length and 
an inside diameter of 3inches. The inlet pipe attached directly to the mixer. Air to the mixer is plenum 
ted. The mainstream and jet flows were metered with separate venturi meters supplied by a 400 psi air 
system. The density of either stream was modified by adding helium through a third venturi well 
upstream of the test section. The exhaust section downstream of the mixer contains a series of thin 
(1/16 inch wide) slits which allow optical access at one inch intervals. The first slit is 1.5 inches 
downstream of the midpoint of the mixing section. 
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2.3.2 Mixin g Sections 


Four interchangeable mixer configurations were studied. The mixers are shown approximately 
1/2 scale in Fig. 2-2. Each mixer had 12 equally spaced orifices located along the circumference in the 
mid-plane of the mixer. The inside diameter and length of each mixer was 2.5 inches. Mixers 2 and 4 
have the same physical area. The orifices in mixer 3 have the same width but twice the length as those 
in mixer 2, thus doubling the area. The orifices in mixer 1 are the same length but twice as wide as those 
in mixer 2 which again doubles the area. The number of orifices was changed by blocking onfices with 
tape, so that the symmetric configurations had 2, 3, 4, 6, or 12 orifices. The slots had straight sides with 
circular ends and were angled 45° to the duct centerline. 

Single Orifice Trailing Blockagef 

Area fsqinl Edge* (12 QliflCSS) 



0.781 


0.387 


0.742 


0.274 


1.49 


0.74 


1.42 


0.52 


* x projection / R (R = 1.25 inches for all tests) 
t y projection / S (S = 0.654 inches lor 12 orifice configurations) 
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2.3.3 Data Acquisition 


Planar digital imaging was used to measure mixing rates. Concentration distributions were measured 
in a plane normal to the duct axis at several downstream stations for each test configuration. The light scattering 
technique can be summarized as follows: The jet flow is marked with an oil aerosol (pm size particles). A thin 
light sheet (0.5 mm thick) is created using a 2W argon-ion laser and a rotating mirror. The flowfield is illuminated 
by directing the light sheet through one of the imaging ports. A camera, located in the flow downstream of the 
mixer (end-on view), is programmed to make exposures coincident with the sweep of the beam thru the flow 
field. The image is then digitized and sent to a computer for storage. The digitized light intensity is proportional 
to the number of particles in the measurement volume. When one of two streams is marked, the light intensity 
of the undilutedfl marked fluid represents mole fraction unity. For a more detailed discussion of the technique 
see Vranos and Liscinsky - M -\ 

Three different cameras were used for planar imaging. All three cameras gave essentially equivalent 
results, despite differences in operating characteristics. The camera used for the bulk of the data acquisition was 
a thermoelectrically cooled CCD (CC200. Photometries. Ltd.). Spatial resolution was 0.01 x 0.01 x 0.02 inch; 
pixel in a data frame containing 1 22.500 pixels (350 x 350 format). Each image represents a high resolution time- 
averaged mole fraction distribution for a 5- 10 second exposure. Comparison of results on the basis of mean mole 
fraction distributions allowed relative evaluation of a large number of flow configurations. Instantaneous 
concentration distributions were obtained using a low light level vidicon camera. Exposure time was 10 ms. A 
typical example of the time-resolved data is shown in Fig. 2-3 using a 32-colorscale to represent concentration 
contours from mole fraction 0.0 to 1 .0. 



Figure 2-3: Typical Instantaneous Mole Fraction Distributions 
for 12 slanted slots at x/R = 1.4 and J = 4.6 (mixer 2) 


To obtain absolute mole fraction, the true mole fraction must be known at at least one point in the 
measurement plane. If undiluted jet fluid is present in the section sampled, then the measured distributions are 
absolute mole fractions. This is generally not the case, so measured distributions are relative. For some cases 
the digital image (light signal) was converted to mole fraction by calibration. A trace amount of methane was 
introduced into the jet flow as a marker. Methane concentration, measured with an on-line hydrocarbon 
analyzer, provided absolute mole fraction at the sampling location. This measurement allowed conversion of 
the scattered light intensity measurement to absolute mole fraction (which can then be converted to mass 
fraction, if desired). For those frames where gas sampling was not available, the calibration was achieved by 
assuming that the average intensity across the duct was directly proportional to the fully mixed mole fraction. 


d 
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2.3.4 Data Reduction 


The purpose of this investigation was to screen the mixing efficiency of a variety of flow and 
geometric configurations. Mixing efficiency was measured by a parameter, X, a macroscopic measure 
of the mixedness or degree of homogeneity of the gas. The mixing parameter X allows comparison of 
systems with different, or the same, fully mixed concentrations. 


IJnmixedness is defined as: 


CL = 

C 



where, 

n = number of images in data set 
m = number of pixels in each image 


= n m 

C = £ X Cii = average over all points (all pixels, all realizations) 

n m . . J 
j=l i=l 

C' = rms fluctuation 


( 2 - 1 ) 


( 2 - 2 ) 


R elative unmixedness . X, is defined as: X = (C / CV? (2-3) 

where, 

F = V(l-C) /C =(wj/w m ) 

F = 1.57 for a typical dilution zone jet-to-mainstream flow split of 1:3 
F = 0.57 for a flow split of 3: 1 
F = 0.93 for the design flow split herein of 1.16:1 

C = fully mixed mass fraction = fraction of total flow that enters through the jets 


In Eq. (2-1), (Cy - C ) is the difference between the instantaneous mass fraction at a particular 

x,y location in a measuring plane perpendicular to the duct axis and the mean value in that plane, C . 
Summation is with respect to all realizations of the flow at all measuring locations in the plane. The 
segregation parameter , F, is the maximum value of the rms relative fluctuation for a perfectly segregated 
system (0, 1 bimodal (delta) distribution). Thus, F is the relative fluctuation for the system in the absence 
of molecular diffusion, and X is the unmixedness relative to this maximum value. Normalization allows 

comparison of systems of different mean concentrations, C, and bounds X at 0 and 1 . Thus X = 0 
corresponds to a perfectly mixed system, and X = 1 a perfectly segregated system. It was found that the 

mean value C determined from the combined optical and gas sampling measurements was approxi- 
mately equal to the the metered value, therefore the metered value was used to compute F. 
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Because of the large number of pixels per frame, X could be obtained with sufficient accuracy 
from a single instantaneous exposure. Several exposures were used, nevertheless, to compute X from 
the time-resolved data. In addition, for this study, it was felt that determination of the mean mass fraction 
distribution was equally important. Thus, ensemble averaging of the entire field was determined from 
a 5-10 second time exposure and spatial unmixedness U„ was computed as: 


where. 



Vm ^ < C iCavg ) 2 



Cavg 


(2-5) 


In Eq. 2-5, Cy is replaced by the ensemble average at a point over all n images, Q . It was found 
that X, based on the unmixedness of the mean mole fraction distribution (Eq. 2-5 above), correlated well 
with X as determined from time-resolved measurements (Eq. 2- 1 ). Unmixedness determined from time- 
resolved and time-averaged data are compared in Table 2- 1 which indicates that the unmixedness based 
on the mean spatial distribution (Eq 2-5) is less than that of Eq. 2-1, as would be expected. Spatial 
unmixedness (Eq. 2-5) is thus a useful measure of the total unmixedness, and instantaneous measure- 
ments were only acquired for a few test conditions. 


l 


14 

x/R 

22 

IQ 

IS 

5 

Eq 1 

0.67 

0.43 

0.45 

0.39 


Eq 5 

0.52 

0.36 

0.29 

0.21 

18 

Eq 1 

0.42 

0.34 

0.22 

0.20 


Eq 5 

0.35 

0.25 

0.16 

0.14 

78 

Eq 1 

0.43 

0.37 

0.40 

0.29 


Eq 5 

0.40 

0.33 

0.22 

0.20 


Table 2-1: Comparison of Unmixedness for Time-resolved (Eq. 2-1) 
and Time-averaged (Eq.2- 5) data 
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2.4 Results and Discussion 


Experiments were conducted in two duct configurations, (1) a wasp-waist configuration, in 
support of ongoing combustion experiments and (2) a straight cylinder, to remove the unknown effects 
of convergence and divergence. 

2.4.1 Experiments in a Wasp-Waist Test Sttfem 

7 4 11 Effect of M omentum-Flux Ratio 

Spatial unmixedness was measured as a function of momentum-flux ratio, J, by varying the slot 
size while holding the injectant mass flow constant. Slot dimensions are given in Fig. 2-2. A discharge 
coefficient of 0.6 was assumed in computing Vj from the mass flow average velocity. The mass flow 
ratio was 1.16. Spatial unmixedness, in duct diameters, is shown as a function of distance in Fig. 2-4 at 
three momentum flux ratios. The closest allowable measuring plane was at x/R = 1.2, a location just 
downstream of the flange connecting the straight and diverging sections (x= 0 at the midpoint of the 
orifice). The data indicate that substantial mixing has occurred prior to the first measurement station. 
Since the mass flow ratio was about unity, the spatial unmixedness did not differ significantly from the 
relative unmixedness X. The data for 12 slot injection suggest the existence of an optimum J, however 
this may be due to mixer geometry since J and mass flow ratio cannot be studied independently (to hold 
mass flow and vary J, orifice area, and therefore mixer geometry, must vary). 


■ J = 5, mixer 1 
□ J = 18, mixer 3 
A J = 78, mixer 2 


0.0 1.0 2.0 3.0 4.0 5.0 

x/R 

Figure 2-4: Effect of Momentum Flux Ratio on Unmixedness 
(wasp-waist, 12 slots, wj/wm = 1.16) 

In Fig. 2-5a mole fraction distributions are shown as a function of J for mixer 2 with 6 slot 
injection at x/R= 1.4. In this experiment J was varied by changing the mass flow ratio while holding the 
orifice size constant, therefore the fully mixed mole fraction value increases with increasing J. At J = 
8 the jets under-penetrate, leaving unmixed mainstream flow in the center of the duct. As J increases, 
the range of the concentration distribution decreases as mixing improves. An optimum I is not apparent 
even though it appears that the jets over-penetrate at J = 95 (an optimum J was indicated in Fig. 2-4 when 
J was varied by holding mass flow constant). In Fig. 2-5b mole fraction distributions are shown for 
mixer 2 as a function of x/R at J = 8 and 31 for mixer 2 with 6 slot injection. 


U c 
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J = 37 J = 52 J = 95 


Figure 2-5a: Effect of Momentum-Flux Ratio on Concentration Distibution at x/R = 1.4 

(6 slot injection, mixer 2) 


0.5 


jet 

mole 

fraction 


0.0 



J = 8 J = 8 

x/R = 1.4 x/R = 2.2 



J = 31 J = 31 



J = 31 



x/R = 1.4 


x/R = 2.2 


x/R = 3.0 


Figure 2-5b: Effect of Momentum-Flux Ratio on Concentration Distibution at J = 8 and J = 31 

(6 slot injection, mixer 2) 

Preceding Page Blank 
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2.4. 1 .2 Effect of Orifice Shape 


Spatial unmixedness of round hole and slanted slot injector systems of equal area is compared 
as a function of J for 6 slot injection in Figs. 2-6a and 2-6b. At x/R=1.4 the two systems exhibit roughly 
the same behavior (Fig. 2-6a), but at x/R=2.0 (Fig. 2-6b), it is evident that mixing with the slot injectors 
has greatly improved while the round injectors only show slight improvement. The difference between 
round and slanted slot injectors is apparent from these two plots. 

(1) At low J, <20, the holes perform better than slots, while at high J they do not. 

Previous work (1 -5) has shown that at equal J, round holes penetrate farther than 
slanted slots, which is consistent with the better mixing performance shown in 
Fig. 2-6a. The holes over-penetrate at higher J and appear to be more sensitive 
to J than the slanted slots. 

(2) In contrast to the holes, the slanted slots continue to mix with downstream 
distance as shown in Fig. 2-6b. Whatever performance the holes provide occurs 
immediately after injection, while the slanted slots require more downstream 
distance to obtain peak performance. Since residence time correlates directly to 
NO, formation, the superior mixing performance of slanted slots versus round 
holes may be outweighed when the application is emission control. 



1 °1 



A slots 

00 - 

■ holes 

0 . 6 - 


u s 

A 

04 - 

* - . 


■ ■ ■ 

02 - 

■ 

0 . 0 - 

A AA & £ 


0 20 *10 60 =: 100 

Momentum-Flux Ratio (J) 


Figure 2-6a: Unmixedness of Equal Area Figure 2-6b: Unmixedness of Equal Area 

Slanted Slots (mixer 2) and Holes (mixer 4) Slanted Slots (mixer 2) and Holes (mixer 4) 
at x/R= 1.4 at x/R =2.0 
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Representative still frames from movies of low speed flows (Fig. 2-7a-d) further illustrate 
differences in the jet/jet and jet/mainstream dynamics of slots and round injectors. The jet exiting a round 
hole forms two counter-rotating vortices of equal strength. The jet penetrates directly toward the center 
of theductand the jetcross section becomes more elongated as jet momentum increases. The connecting 
sheet moves closer to the duct axis, but the vortices tend to remain near the duct wall The tendency of 
the vortices to remain near the wall is attributed, in part, to the interaction between neighboring vortices 
from adjacent jets. Since neighbors rotate in an opposite sense, the induced velocity field is one that tends 
to translate neighbor pairs toward the duct wall. An additional influence of neighboring jets is to 
constrain the lateral spreading of the jet and stretch it along its mid-plane; this may contribute to the 
slightly greater observed penetration of round jets relative to slanted jets. In contrast to the round jet, 
the slanted jet forms a pair of counter-rotating vortices which are of unequal size and strength. The larger 
primary vortex forms at the leading edge of the slot and moves towards the duct wall while the smaller 
vortex moves away from the wall. There is considerable interaction between neighbors early in the 
injection process. In this case, unlike the round jet system, the induced velocity field is such that the 
vortex pair rotates about an axis connecting the vortex centers. At the same time, the smaller vortex 
undergoes a continual stretching deformation as it is drawn in by the upwash of its neighbor pair. It is 
speculated that this process may play a role in the overall mixing since the stretching process creates 
surface area while, at the same time, ingesting duct fluid. This would be in accord with the observation 

t at mixing was found to be better with slanted slot injectors than with round injectors given sufficient 
J and downstream distance. 



Figure 2-7c: Slanted Slot at low J 
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Figure 2-7d: Slanted Slot at higher J 


2.4.2 Experiment s in a Straight Test Section 


7 4 2 1 Effect of Duct Geometry 

Spatial unmixedness of the wasp-waist and straight duct configurations are compared as a 
function of J in Fig. 2-8 at x/R = 1.4 with 6 slot injection. In the straight duct configuration, the inlet, 
mixing section and measurement section, shown previously in Fig. 2- 1 , all had an inside diameter of 2.5 
inches. Except for a slight difference at J values less than 10, the results indicate that mixing performance 
is not significantly changed by expansion and contraction around the quick-mix zone for the configu- 
ration studied. 


U s 


1.0 


08 

□ 

0.6 

* 

0 4 



■ _ ■ 


a ■ a 

t >2 * 
00 

° B 

T* 1 , , , 


(l 20 ■JO On 80 1 00 


■ wasp-waist 
□ straight cylinder 


Momentum-Flux Ratio (J) 


Figure 2-8: Effect of Duct Geometry on Unmixedness 
for 6 slot injection at x/R=1.4 
(mixer 2) 
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2.4.2.2 Effect of Momentum Flux Ratio 


The mole fraction distribution for mixer 2 is shown as a function of J and x/R in Fig. 2-9. The momentum- 
flux ratio was changed by varying the mass flow ratio. At x/R = 1 .4 and J = 22 the jets under-penetrate leaving 
a central core of undiluted mainstream flow. At J = 52 the jets over-penetrate leaving undiluted mainstream flow 
at the wall of the duct. In Fig. 2-10, unmixedness is plotted for each of the distributions shown in Fig. 2-9. An 
optimum J is indicated at x/R = 1.4, however farther downstream it appears unmixedness is independent of J. 
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Figure 2-9: Average Concentration Distribution of the Flow through 6 Slanted Slots in a 

Straight Cylindrical Duct (mixer 2) 
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Figure 2-10: Effect of Momentum-Flux Ratio on Unmixedness 
for 6 Slanted Slots (mixer 2) 
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2 4 2.3 Effect of D ensity Ratio 

Figs. 2-1 la and 2-1 lb show the dependence of unmixedness on momentum flux ratio for fixed 
orifice size (mixer 2) and spacing (6 slots) at two density ratios. The figures indicate that mixing is 
retarded at density ratio above unity. Based on the results of only one test, momentum-flux ratio alone 
is not sufficient to characterize mixing. Previous studies by Holdeman 2 3 10 2 8 concluded that density 
ratio has a secondary effect based on the similarity in profile distributions. In view of those findings the 
results based on the unmixedness curves warrants further verification. 
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Figure 2-1 la: Effect of Momentum-Flux Ratio 
on Unmixedness at x/R=1.4, mixer 2 


Figure 2- 1 lb: Effect of Momentum-Flux Ratio 
on Unmixedness at x/R=2.2, mixer 2 
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2.4.2.4 Effect of Orifice Spacing 


The mole fraction distribution for 3,4,6. and 12 slanted slots at x/R = 1.4 for J = 22 and J = 52 is shown 
in Fig. 2- 12. Jet penetration is affected by the number of orifices, independent of J. This suggests that the overall 
mixing is determined by the coupling of momentum-flux ratio and orifice spacing. A plot of unmixedness as 
a function of slot spacing at J = 52. shown in Fig. 2- 1 3. indicates that for this J the optimum number of slots is 
between 6 and 1 2. 


12 slots 6 slots 4 slots 3 slots 



Figure 2-12: Average Concentration Distribution for Four Orifice Spacings at x/R = 1.4 
for J = 22 (top row) and J = 52 (bottom row) (mixer 2) 
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Figure 2-13: Effect of Orifice Spacing on Unmixedness at J = 52 (mixer 2) 
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2.4.2.5 Da ta Correlation 


In an extended series of experiments in rectangular ducts, Holdeman, et al. 2 - 3, ° 2 - 8 have shown, 
on the basis of inspection of mean temperature profiles, that for multi-source injection from equally 
spaced orifices in rows, jet penetration and mixing can be correlated with a single variable composed of 
the product of momentum flux ratio and hole spacing, independent of orifice size. The relationship 
between momentum-flux ratio and hole spacing is given by the expression: 

C = (S/H)VJ (2-7) 


where, 

S = spacing between adjacent orifice centers 
H = duct height 
J = momentum-flux ratio 
optimum mixing was obtained when: 

C = 2.5 for single side injection 

= 1.25 for 2-sided directly opposed injection (inline) 

= 5.0 for 2-sided staggered injection 

Eq. 2-7 appeared to give optimum penetration and mixing in a rectangular duct as defined above. 
To extrapolate this expression to a cylindrical, or can, configuration, corresponding definitions for H,C, 
and S must be determined. The analog to duct height, H, in a rectangular duct is the duct radius, R, in 
a cylindrical duct. C = 2.5 is an appropriate choice because this appeared to be the optimum value for 
one-sided injection in a rectangular duct, which is the limiting case of OD injection into an annular 
straight duct where the inner radius is 0. There are three choices for S: (1) the outer wall, (2) the half- 
area radius, or (3) half of the physical radius. The first choice, the outer wall, has been used throughout 
this report. In hind-sight, it is expected that speeding the optimum S at the outer wall will result in under- 
penetration, as the width of the can sector converges toward the center. The optimum mixer would 
require the mean jet trajectory to intersect the point along the duct radius which has equal amounts of 
mainstream and jet fluid on either side. This corresponds to the half-area radius. Using half the physical 
radius would render the area/orifice the same in the can as in a rectangular duct, but would not define 
and optimum jet penetration which would equally divide the can cross section into an equal area circle 
and annulus. More rigorous extrapolations of Eq. 2-7 to a cylindrical configuration than that presented 
herein should use an S computed at the half-area radius. 

Eq. 2-7 is tested for the present cylindrical configuration in Fig. 2- 1 4 where relative unmixedness 
is plotted as a function of the variable Z = (S/H)Vj with orifice size held constant, mixer 2. The number 
of slots varied from 2 to 12. It is evident that the data are segregated with respect to the number of slots, 
and the existence of an optimum Z in the range 5.0 > Z > 2.5 is indicated. This value is within the range 
of the optimum constant determined by Holdeman, suggesting that the coupling of J and S/H applies to 
the cylindrical duct geometry. 
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Figure 2-14: Relative Unmixedness (X) as a function of Z at x/R = 1.4 
(slot size constant, mixer 2) 

Between 1 987 and 1989 non-reacting cross-flow mixing studies were performed at UTRC in a 
rectang^ar apparatus using planar digital imaging to measure concentration distributions transverse to 
the duct The test section was 4 inches high and 12 inches wide with provision for injection of fluid 
through the top and bottom of the chamber. Round orifice injectors were used to study injection from 
one wall and both walls, in the latter case, opposed holes with staggered centerlines and opposed holes 
with inline centerlines were tested. 

Two configurations were found in the 1987-89 data base which had almost identical conditions 
o the cylindrical duct experiment. Each rectangular duct configuration consisted of three opposed 0 5 

C ° nflgUration was sta gg ered . while the other was inline. Momentum-flux ratio 
at (vs - 026 for the 12 sian,ed siou m ^ 

A comparison of spatial unmixedness for the two duct configurations as a function of J is 
presented in Fig. 2- 1 5 as a log-log plot. Aggreement between the two duct configurations is good at low 

ZTnT.'Tu ratK !‘.. AS / '" Crca f s the data does not a g ree - 11 is suspected that the small number of 
es(3/side) allowed end-effects" to influence the rectangular duct data. Since the directly comparable 
data is limited, any conclusion about the effect of duct geometry would be unwarranted. 
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Figure 2-15: Comparison of the Unmixedness in Rectangular and Cylindrical Ducts at x/H = 1.1 

28 





2.5 Conclusions 


• Unmixedness was found to depend on momentum-flux ratio and orifice spacing. The inverse 

coupling of Vj and S/H found previously for rectangular ducts appears to also appy to slanted 
slots in a cylindrical duct. 

• Duct geometry has little effect on unmixedness. 

• Mixing rate decreases with increasing density ratio. 

• Optimum mixing for slanted slot and round hole injectors does not occur at the same value of J. 

Lower values favor round holes, while higher values favor slanted slots. 

• Lower values of unmixedness can be obtained with slanted slots than with round holes. 

• Improved mixing with slanted slot injectors may be due to an initial unsymmetrical vortex pattern 

characteristic of slanted slots. 
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3. CROSS-STREAM MIXING in a RECTANGULAR DUCT 


3.1 Summary 


An experimental investigation of non-reacting cross-stream jet injection and mixing in a rectangular 
duct has been conducted with application to a low emissions combustor. Planar digital imaging was used 
to measure concentration distributions in planes perpendicular to the duct axis. Mixing rate was 
measured for 45° slanted slot and round orifice injectors. It is shown that (1) mixing improves 
continuously with increasing momentum-flux ratio, (2) given a momentum-flux ratio, there is an 
optimum orifice spacing, (3) mixing is more dependent on injector geometry than mass flow ratio, (4) 
mixing is influenced by relative slot orientation, and (5) jet structure is different for round holes and 
slanted slots injectors. The utility of acquiring multipoint fluctuating properties of the flow field is also 
demonstrated. 


3.2 Nomenclature 

C avg fully mixed mass fraction = (wj/w m )/(l+Wj/w m ) = 0 EB Ref. 3-1 
H duct height at injection plane = 4 in 

J jet-to-mainstream momentum-flux ratio = (Pj Vj 2 > / (p m V m 2 ) 
L length of the orifice, longest dimension (see Table 1) 

S spacing between orifice mid-points, on-center spacing 
U, spatial unmixedness parameter (Eq. 1) 

V ro mainstream velocity = 10 ft/s 

Vj jet velocity =m j /(p j A j C d ) 

W width of the orifice, shortest dimension (see Table 1) 
wj/w m jet-to-mainstream mass flow ratio 

x downstream location, x = 0 at the upstream edge of the orifice 
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3.3 Experimental 


3.3.1 Apparatus 

Figure 3- 1 is a schematic representation of the apparatus. The apparatus consists of 3 parallel contiguous 
ducts of rectangular cross section, simulating a sector of an annular combustor. Sector width is 1 2 inches 
The inner duct height is 4 inches. The outer ducts (shrouds), which supply the injectant gas, are 1 inch 
in height. These are separated from the inner duct by removable, 0. 12 inch thick flat plates. The injectant 
is fed from the shrouds to the inner duct through orifices of various sizes and shapes that are machined 
into the plates. Mass flow to each of the 3 ducts is controlled independently using venturi flowmeters. 
The maximum variation in the mean approach velocity of the mainstream flow was 6% with a turbulence 



Figure 3-1: Experimental Configuration used to Measure Planar Concentration Distributions 
3.3.2 Data Acquisition 

Planar digital imaging was used to measure optically concentration distributions in planes perpendicular 
to the duct axis 1 , 2, 3, and 4 inches downstream of the midpoint of the orifice for each test configuration 
and flow condition. The Mie-scattering technique can be summarized briefly. The jet flow is marked 
with an oil aerosol (mm sized particles). A light sheet (0.02 inch thick) is created using a 2W argon-ion 
laser and a rotating mirror. The flow field is illuminated by passing the light sheet through a window 
in the side wall of the test section. A solid state camera, located inside the duct 2.5 ft downstream of the 
onfice centerline, is focused on the illuminated plane (end-on view). The camera is programmed to make 
exposures coincident with the sweep of the beam through the flow field. The image is digitized and sent 
to a computer for storage. The scattered light intensity is proportional to the number of particles in the 
measurement volume. If only one of two streams is marked, the light intensity of the undiluted marked 
fluid represents mole fraction unity. For a more detailed discussion of the technique see Vranos and 
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An image intensified, thermo-electrically cooled, CCD camera was used to record the images. Time- 
averaged (5 second exposure) measurements of the concentration distribution were obtained for all tests. 
Time-resolved (50ms exposure) measurements were obtained for two configurations: opposed rows of 
inline slanted slots (code SSE in Table 3-1) and opposed rows of staggered slanted slots (code SSG in 
Table 3- 1). All images recorded the entire duct cross section at a spatial resolution of 0.02 x 0.02 x 0.02 
inches in a data frame containing 110,592 pixels (576 x 192 format). 

3,3.3 Data Reduction/Analvsis 

The mole fraction at at least one point in the flow field must be known in order to compute absolute mole 
fraction distribution from the digital image. This can be done using a hydrocarbon tracer and a sampling 
probe 3 ' 8 , but, for these experiments, a simple approximation was made. The fully mixed mole fraction, 
C tv , is calculated from the metered mass flows. Since the scattered light intensity distribution across the 
entire duct is known for each frame, the average light intensity in each image is proportional to C avg . Each 
pixel in the image was subsequently normalized to obtain a local average mole fraction. It is shown in 
Ref. 3-8 that this is an acceptable approximation. 

Mean concentration distributions, i.e. spatial distributions of the local mean concentration, can be used 
to define the mixing effectiveness of each configuration. In a previous paper 3 '*, an unmixedness 
parameter was defined to allow rapid screening of a variety of flow and geometric configurations in a 
cylindrical duct. The same spatial unmixedness parameter, U 5 , defined by Eq. 3-1, was used in this 
investigation. In a perfectly mixed system U s = 0. 


Us = Crms = 
C a vg 


Vi.v Ci - 

1=1 


C a vg) 


(3-1) 


-avg 


where, 


n = number of pixels in each image 
Cj = average concentration at a pixel 

_ X m - 


Cavg = jr X Cj = average concentration over all pixels in an image 


i=l 
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3.3.4 Mixi ng Configurations 


Table 3-1 identifies the 7 orifice plate configurations tested. The configuration sketches are drawn 
approximately 1/2 scale in Table 3-1. Two injector shapes were studied: (1) slanted slots, aspect ratio 
4:1, and (2) round holes. The slots had circular ends and were slanted 45° to the mainstream flow 
direction. Injection was 2-sided. Discharge coefficients were measured for each orifice shape and used 
to set 4 momentum-flux ratios (J): 1 6, 36, 64, 1 00. The mainstream flow was held constant at 10 ft/sec 
for all tests. 


CODE 

RHD 

SSB 

SSE 

SSF 

SSG 

SSH 


CONFIGURATION 

cA ®- s -€T'° 


ASPECT TRAILING j. 

RATIO IUM SJJd. EDGE BLOCKAGE 



1:1 8.0 0.50 0.125 0.250 


S S S S 




'J 








4:1 17.5 

4:1 17.5 

4:1 17.5 

4:1 17.5 

4:1 17.5 


0.25 

0.178 

0.711 

0.50 

0.178 

0.355 

0.50 

0.178 

0.355 

0.50 

0.178 

0.355 

0.50 

0.178 

0.355 


SSE4 



4:1 8.8 0.50 0.355 0.711 


Table 3-1: Orifice Plate Configurations 
(dotted lines represent orifices on the opposite wall) 

* x projection / H (H = 4 inches for all tests) 
t y projection / S 


34 



3.4 Results and Discussion 


3.4.1 Average Concentrati on Distri butions 

Distributions of average mole fraction are shown as a function of downstream distance at momentum-flux ratios 
of 16 and 36 in Fig. 3-2. The orifice configuration consists of opposed rows of inline slanted slots (code SSE 
in Table 3-1). The top and bottom slots slant in the same direction (parallel). The individual jets are still 
discernible at the first downstream location. In contrast to a round orifice jet (Fig. 3-7 ). die slanted slot jet forms 
a pair of counter-rotating vortices which are of unequal size and strength. The vortex formed at the upstream 
edge of the slot is larger and penetrates farther than the vortex formed at the downstream edge. The vortex pair 
is rotated so that the bulk of jet fluid is found toward the side of the slot that is upstream, thereby identifying 
the direction in which the slot is slanted (In Fig. 3-2 the upstream edge of the slot is on the right). In addition, 
the main body of the jet is displaced relative to the midpoint of the slot. 


jet 

mole 

fraction 

0.5 


0.0 


J = 16 


J = 36 



x/H = 0.33 


x/H = 0.58 


x/H = 0.83 


x/H = 1.08 


Figure 3-2: Average Concentration Distributions of the Flow through 
Opposed Inline 45 Slanted Slots, code SSE in Table 3-1 
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3.4.2 Effect of Flow Conditions 


The effect of momentum-flux ratio on unmixedness is shown in Fig. 3-3 for a row of opposed 
inline slanted slots (code SSE in Table 3-1). Mixing rate was found to increase continuously with 
increasing J. None of the test configurations showed an optimum value of J over the range studied. 



x/H 

Figure 3-3: Effect of Momentum-flux ratio on Opposed Inline Slanted Slots, S/H = 0.5, 

code SSE in Table 3-1 

A value of U t below 0. 1 was not observed in any configuration. In most configurations there was 
a noticeable decrease in mixing rate beyond x/H = 0.5. In some cases the change in U t from x/H = 0.8 
to x/H=1.0 was not significant. Therefore, the initial mixing rate is vital in emissions control. 

3-4,3 Effect of Geometry 

3.4.3. 1 Orifice Spacing 

U s is shown as a function of orifice spacing at J = 36 for opposed rows of inline slanted slots in 
Fig. 3-4. Mixing improved at closer spacing. Previously, Holdeman 3 ' 2 , has shown, on the basis of mean 
temperature distributions, that for multi-source injection from equally spaced round orifices in rows, 
mixing can be correlated by a single variable composed of the product of momentum-flux ratio and 
orifice spacing, independent of orifice size. Optimum penetration and mixing for any given configura- 
tion is obtained when the square root of the momentum-flux ratio and orifice spacing arc inversely 
proportional so that: 


C = (S/H) VJ (3-2) 

where, 

S = spacing between adjacent orifice mid-points 
H = duct height 
J = momentum-flux ratio 
C = 2.5 for single side injection 

= 1.25 for 2-sided opposed inline injection 
= 5.0 for 2-sided opposed staggered injection 


inn ii 1 1 m 1 1 1 1 K»r* 
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From Eq 2, at J = 36, the optimum S/H = 0.21. The trend of the data in Fig. 3-5 supports the value 
calculated using Eq. 2, in that mixing was better at S/H = 0.25. The inline slots at S/H = 0.5 are more 
widely spaced than the optimum, and mixing is slower as shown in Fig. 3-4 and confirmed bv the 

distributions shown for J = 36 in Fig. 3-2. Holdeman” has attributed this phenomenon to over- 
penetration at wide spacing. 



Figure 3-4: Effect of Orifice Spacing on Unmixedness 
for Opposed Inline Slanted Slots, J = 36 (codes are from Table 3-1) 

14,3.2 Orifice Siyy. 

Theeffectofonfiee size is shown in Fig. 3-5 for opposed inline slanted slots (code SSE and SSE4 in Table 

cn ' Th r*™ arC ? WaS en,arged by a factor of 4 whi,e maintaining the same aspect ratio (4:1), orifice 
pacing (S/H) and momentum-flux ratio. Mixing improved as orifice size increased. However when 
t e smaller onfices (code SSB in Table 3-1) were tested with the same blockage (defined in Table 3- 1 ) 
and J, i.e. a geometrically similar injector configuration, U is the same. Therefore, it may be that the 
improvement evident in Fig. 3-5 is due to a smaller blockage between adjacent slots rather than a change 
m on ice size In other words, it appears that injector geometry and distribution are controlling the 
mixing rate rather than mass flow ratio. The results indicate that blockage is an important factor for non- 
symmetncal onfices, in addition to the parameter S/H. 



x/H 


Figure 3-5: Eltect of Orifice Size on Unmixedness 
lor Opposed Inline Slanted Slots, J = 36 (codes are from Table 3-1) 
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3.4.3.3 Orifice Shape 

The effect of orifice shape is shown in Fig. 3-6. Unmixedness is shown for inline slanted slots (code SSE in 
Table 3- Hand round holes (code RHD in Table 3-1) at J = 16. 36. and 100. The orifice spacing (S/H) and mass 
flow ratios are equal, however the blockage of the round holes is 20% less. U t was found to be about the same 
for both configurations. Given the different initial vortex structure of the jet fluid (illustrated in Figs. 3-2 and 
3-7) different mixing rates might have been expected for the two orifice shapes. However, vortex development 
may only effect mixing when the orifices are more closely spaced so that interaction of the adjacent jets is 
stronger. This would be the case at the optimum spacing. S/H = 0.21 for J = 36. 



x/H 

Figure 3-6: Effect of Orifice Shape on Unmixedness for Opposed Inline Orifices, S/H = 0.5 

(codes are from Table 3-1) 

J = 16 J = 36 



Figure 3-7: Concentration Distributions of the Flow through 
Opposed Inline Round Holes, code RHD in Table 3- 1 
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3-4 3.4 Slot Orientation 


Mixing rate can be modified by changing the relative slot orientation, that is by slanting the slots on the 
top and bottom duct walls in opposite directions relative to each other ("crossed") so that the relative 
angle between top and bottom slots is 90°. The effect of the "crossed" configuration is shown in Fig. 3- 
8 for J =36 and S/H=0.5. When the slots are inline and "crossed" as in code SSF in Table 3-1, U, was 
the same as if the slots were inline and "parallel" as in code SSE in Table 3- 1 . However, when the slots 
are staggered and "crossed" as in code SSH in Table 3- 1 , U, was significantly higher than if the staggered 
slots were "parallel" as in code SSG in Table 3-1. 


As discussed previously, and as shown in Fig. 3-9a (code SSE), the main body of the jet from a slanted 
slot is displaced relative to the midpoint of the orifice. Therefore, in a staggered configuration "crossing" 
the slots will tend to re-align the jets with the orifice, rather than displace , the jets as shown in Fig. 3- 
9a by codes SSG and SSH. As predicted by Eq. 2, S/H = 0.5 is not optimum for an inline configuration, 
but closer to the optimum S/H = 0.8 for a staggered configuration. By "crossing" the slots the advantage 
of the staggered configuration at this S/H was lost, as shown by comparing the data from codes SSG and 
SSH in Fig. 3-9b. 


U c 


1.0 
0.8 
0.6 1 
0.4 
0.2 


0.0 


■ inline, "parallel" (SSE) 
a inline, "crossed" (SSF) 
4 staggered, parallel" (SSG) 
^ staggered, "crossed" (SSH) 



0.00 0.25 


0.50 0.75 
x/H 


1.00 1.25 


Figure 3-8: Effect of Slot Orientation on Unmixedness 
for opposed slanted slots, J = 36, S/H = 0.5 
(codes are from Table 3-1) 
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Figure 3-9a: Concentration Distributions of Opposed Slanted Slots 
at J = 16. S/H = 0.5. x/H = 0.33 
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Figure 3-9b: Concentration Distributions of Opposed Slanted Slots 
at J = 16. S/H = 0.5. x/H = 0.83 
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3.4.4 Time-Resolved Me asu reme nts 


U is a useful performance measure which allows rough screening of various injector configurations. To 
further assess performance, time-resolved data can he used in conjunction with a chemical model to estimate 
weighted, mean pollutant formation rates. Absent a chemical calculation, the statistical properties of the 
flowfield might he useful for differentiating those configurations with low. but comparable, values of IL Time- 
resolved measurements were made for opposed inline (code SSE in Table 3-1) and opposed staggered (code 
SSG in Table 3- 1 ) slanted slots at J = 36 and x/H = 0.33. For both configurations the data set is comprised of 
300 images. Mean concentration distribution, a typical instantaneous concentration distribution, the rms 
concentration fluctuation distribution, and the relative concentration fluctuation distribution are shown in Fig. 
3-10. Based on the average concentration distribution only, the staggered configuration was shown to have the 
lower value of U s . A comparison of the rms concentration distribution leads to the same conclusion. Highest 
fluctuations are located between adjacent slots, indicating that the spacing is too large, consistent with 


Eq. 3-2. 
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Figure 3-10: Concentration Distributions obtained from Time-resolved Measurements of the Flow through 

Opposed Inline 45° Slanted Slots. J = 36. x/H = 0.33 
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3.4.5 Concentration Pro bability Density Functions (pdfs) 


Pdfs of time-resolved and local ensemble average, "spatial", distributions for opposed in-line jets (code 
SSE in Table 3-1) are compared in Fig. 3-11. Areas under the curves are unity. The instantaneous 
(Fig. 3-11 a-c) and spatial (Fig. 3- 1 Id) pdfs are similar. As would be expected, the range of fluctuations 
is greater in the time-resolved data; ensemble averaging truncates the distribution, consistent with a 
lower value of unmixedness, and the maximum measured mole fraction is reduced from about 0.60 to 
0.45. The results indicate that much of the mixture inhomogeneity can be attributed to mean gradients 
and, the screening of configurations on the basis of ensemble averaged data should be justified in most 
cases. 
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mole fraction 




Figure 3-11: Probability Density Functions of Time-resolved (1 la-c) and Spatially Averaged (lid) 
Concentration Distributions of Opposed Inline Slanted Slots , J = 36 and x/H = 0.33 

(code SSE in Table 3- 1 ) 
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Spatial pdfs for inline slanted slots (code SSE in Table 3-1) and round holes (code RHD in Table 
3-1) at J = 36 are presented in Figs. 3-12 and 3-13, respectively. The mole fraction of the fully mixed 
fluid, C 1Vf , is also indicated. It is seen that, (1) the range of the fluctuations is greater with slot injection 
and, (2) the probability density representing pure mainstream fluid (i.e. mole fraction = 0) is more 
persistent in the slot configuration. In the round hole configuration, the peak at mole fraction = 0 is 
starting to decrease at x/H = 1 .06. The pdfs are consistent with Fig. 3-6 which indicates that U is similar 
for both configurations. * 




mole fraction 


Figure 3-12: Probability Density Function for 
Opposed Inline Slanted Slots at J = 36 
(code SSE in Table 3-1) 


Figure 3-13: Probability Density Function for 
Opposed Inline Round Holes at J = 36 
(code RHD in Table 3- 1 ) 


Pdfs of the opposed staggered slanted slot configuration ( code SSG in Table 3-1) are shown in 
Fig. 3-14. U is considerably lower for this configuration (Fig 8), but despite lower unmixedness, the 
range of mole fractions is similar to the inline configuration. The initial mixing rate is more rapid than 
in the opposed inline slot configuration (code SSE in Table 3- 1 ), as reflected in the narrower distribution 
away from the peak representing mainstream fluid at mole fraction = 0. The staggered slot pdf has a bi- 
modal distribution with little qualitative change occurring with downstream position. Thus, most of the 
mixing occurs within the first inch of travel; the pdfs at x/H = 0.83 and 1.08 are nearly identical. 
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Figure 3-14: Probability Density Function for Opposed Staggered Slanted Slots at J = 36 

(code SSG in Table 3-1) 
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3.4.6 Spatial Covariance 


Information about turbulence scales is essential in modeling, as mentioned previously. Time-resolved, 
simultaneous, multi-point measurements allow calculation of spatial covariance from which turbulent 
integral length scale can be derived. By way of demonstration, covariance was calculated relative to a 
point located at the duct center plane for opposed inline slanted slots (code SSB in Table 3-1) at 
x/H = 0.33 and J = 36. Fluctuations were found to be correlated to a separation distance of about 0.3 
inches. This suggests that an inhomogeneous reaction zone model would be appropriate, since chemical 
reactions would be expected to occur at smaller scale. 


3.5 Conclusions 

• Momentum-flux ratio and orifice geometry affect mixing performance significantly. 

• Mixing rate increases continuously with momentum-flux ratio. 

• The coupling between momentum-flux ratio and orifice spacing at the optimum mixing rate, given 
by Eq. 3-2 , applies to slanted slots, however blockage is also an important parameter. 


• Mixing rate is a function of slot orientation. 

• At S/H>0.5 the mixing rate for slanted slots and round holes is equivalent, although jet structure is 
different. 


• Time-resolved measurements support conclusions based on U s . 

• The pdfs indicate little change in planar mixture distribution with distance. 
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4. SUMMARY and CONCLUSIONS 


The principle conclusions from the cylindrical and rectangular duct experiments are: 

1. Mixing is primarily a function of momentum-flux ratio (J) and injector spacing. 

2. Holdeman 2 - 3to2 - 7 8 has shown for round holes in a rectangular duct that jet penetration 

and mixing is similar when orifice spacing and the square root of J are inversely 
proportional. This relationship also applied to a 45° slanted slot in a cylindrical duct 
for a configuration where the adjacent slots did not overlap. Blockage (the web 
between adjacent orifices) is also an important parameter for non-symmetrical 
orifices. 

3. When equal area 45° slanted slot and round hole injectors were compared in a 
cylindrical duct in a configuration which had six equally spaced orifices, better 
mixing performance was observed for the slanted slots injectors at values J > 20. 
Round holes perfomed better that the slanted slots at lower values of J tor the six 
injector configuration. 

4. Unmixedness of slanted slots in a cylindrical duct is more sensitive to downstream 
distance that for round holes, which is in agreement with video tapes that show 
different jet/jet and jet/mainstream interactions for the two types of injectors. 

5. For 45° slanted slots in a rectangular duct, mixing rate is a function of how the 
orifices are oriented on opposite walls of the duct. 

6. Unmixedness values based on time-averaged and time-resolved measurements 
were found to be nearly equivalent. 

7. Probability density functions of the concentration distributions indicate that most 

of the mixing occurs close to the point of injection. 
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